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ACTION COME-OO 

INFO OCT-01 NEA-10 ISO-OO EB-07 /018W 

125545 

R 301237Z JUN 75 

FM AMEMBASSY MANAMA BAHRAIN 
TO SECSTATE WASHINGTON DC 2239 
AMEMBASSY BEIRUT LE 

UNCLAS MANAMA 0747 

E.O. 11652: N/A 
TAGS : BEXP, BA, LE 

SUBJECT : EARLY ALERT HOSPITAL PROJECT (GULF CLINIC) 

REFERENCE : STATE 147701 

1. AS YET NO CONSULTANT HAS BEEN SELECTED FOR NEW PRIVATE 
GULF CLINIC HOSPITAL PROJECT. A COMMITTEE OF OWNERS HAS BEEN 
FORMED BUT IT IS NOT OPERATING AS EXECUTIVE BODY. HENCE, AT 
THIS STAGE. THE ONLY BAHRAINI PARTY WITH ACTION RESPONSIBILITY 
FOR DECISIONS RE HOSPITAL IS DR. FAISAL AL-ZEERA OF BAHRAIN 
MINISTRY OF HEALTH WHO IS ADVISOR FOR PROJECT. NORMALLY DR. Z.F.F.RA 
CAN BE CONTACTED CARE MINISTRY OF HEALTH, P.O. BOX 12, EL: 53020/5276 
1 . 

DR. ZEERA NOW ON LEAVE UNTIL PROBABLY END JULY BUT UNDERSTAND THAT HE 
WELCOMES CONTACT WITH PARTIES INTERESTED THIS PROJECT AT HIS TEMPORAR 
Y 

ADDRESS IN AUSTRIA; CARE JOSEF EDERSEN, 5163 MATTSEE 22, NEAR 
SALZBURG. 

2. FOR BEIRUT: PLEASE PROVIDE ABOVE INFORMATION TO LUCAS OF 

CRS DESIGN ASSOCIATES INTERNATIONAL IN ACCORDANCE WITH REFTEL. 

3. FOR CAGNE: EMBASSY HAS RECEIVED CORRESPONDENCE FROM 
FOLLOWING FIRMS INTERESTED IN THIS PROJECT AND WILL BE 
NOTIFYING ZEERA AND ASSOCIATES OF THEIR INTEREST. PLEASE 
PASS INFO PARA ONE TO THESE FIRMS AS WELL AS OTHER FIRMS 
CAGNE MAY KNOW TO BE INTERESTED IN PROJECT: 

(A) MCD-OVERSEAS TRADE AND PROJECT, P.O. BOX 428, 
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(B) GORDON A. FRIESEN INTERNATIONAL, INC., SUTIE 800, 

1990 M STREET N.W., WASHINGTON, D.C. 20036, ATT: MR. RICHARD 
F. DOWNS 

(C) MEDICAL SYSTEMS INTERNATIONAL, 7100 BOULEVARD EAST, 

SUITE IP, GUTTENBURG, NEW JERSEY 

4. SUGGEST MARYLAND STATE IOGA TRADE MISSION MEMBERS (REF 
DEPARTMENT'S A-3831) ALSO BE NOTIFIED INDIVIDUALLY OF PROJECT 
AND INFORMATION PARA ONE. 

TWINAM 
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